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3.1 ( c ) 

HOUSING FACILITIES, GENERAL. 

(b)(6) & (b)(7)(C) and Roy E Ramsey ACI conducted this routine inspection. 


Housing Facilities .General. Section 3.1(c)(jt) Be free of jagged edges or sharp points that might injure the animals. 

East side of english bulldog kennel dog have tore the divider fence lose from the post and pipe rail a long the bottom of chain 
link divide fence .Dog have tore the chain link from the gates on these dog pens 5 pens and gates sharp point could cause 
injurs these dogs this will be replaced with new pens and gates. East side of north kennel small dogs Idog cage divider wire 
broke lose from frams sharp points from broken wire sharp points could cause injure to these dogs that are in this cage this 
will be replaced with new divider wire. Correction date 12-6-2003. 
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